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SUBJECT: PHYSICAL SECURITY REVIEW OP MOL NUCLEAR 
RESEARCH PACILITY 

REF: STATE 122205, BRUSSELS 5660 

BEETS OP CEN MOL TELLS US THAT REPLY TO OUR QUESTIONS WILL 
BE APPROVED BY CEN GENERAL DIRECTOR AMELINCKX JUNE 14 AND 
DELIVERED TO US THE POLLOWING MORNING. WE WILL THEN 
TRANSMIT THE TEXT BY IMMEDIATE CABLE. CHAMBERS 
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